From: 

Sent: 

To: 

Subject: 


Taugher, Helen (DPH) <Helen.Taugher@state.ma.us> 
Tuesday, March 16, 2010 9:34 AM 

Lobik Stephen; Hanchett, James (DPH); Taugher, Helen (DPH) 
RE: Morrill I 


I am off campus today 
Helen 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: Tuesday, March 16, 2010 8:09 AM 

To: Hanchett, James (DPH); Taugher, Helen (DPH) 

Subject: FW: Morrill I 

Jim and Helen, 

Kevin and some folks from the testing agency should be showing up around 8:30. I don't see them taking much time or 
being in the way too much. If you have any questions please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(C) 413-326-1651 

(F) 413-545-3684 

slobik@facil. umass. edu 

From: Kevin Riordon [ mailto:kevinr@dietzarch.com ] 

Sent: Monday, March 15, 2010 4:03 PM 
To: Lobik Stephen 
Subject: RE: Morrill I 

Yes...I am meeting an ECS testing person in the Morrill building at 8:30 am. 

Kevin Riordon AIA 

Project Architect 

Dietz & Company Architects, Inc. 

17 Hampden Street 

Springfield, MA 01103 

(413) 733-6798 Phone 

(413) 732-4385 Fax 

www.dietzandcompanvarchitects.com 

Serving community values and client needs by shaping responsive architectural solutions. 

From: Lobik Stephen [ mailto:slobik@facil.umass.edu ] 

Sent: Monday, March 15, 2010 3:01 PM 


l 


Folk OIG PRR 093543 







To: Kevin Riordon 
Subject: Morrill I 

Kevin, 

Are you still on for tomorrow at Morrill? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(C) 413-326-1651 

(F) 413-545-3684 

slobik@facil.umass.edu 



